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Dear Art, 


Consultants 

Michael Hesketh-Prichard 
John W. Bailey 
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4th March 1986 

Our ref: PAS/CS/26046 
Your ref: PM 653 


European Parent Application No.83308033.1 based 
oTTIl.b. SUMdl No. 457505 - Your rfif: TFT65T 
Our file: 26046 ^- 


Having studied the references in this case and in PM 1213 on the way 
to our meeting, I came to the conclusion that there was really very little in 
any of the references which should cause us any difficulty. 


During our meeting we discussed the further prosecution of these cases. 

The intention is to proceed with a new application dealing with prehydration which 
will claim priority from the PM 653 CIP filed on 16th April 1985 but will cover 
multi-strand as well as single-strand structures'. Nb~doufcrt-your formal 
instructions on this will follow but my understanding is that you will file 
in very much the same group of countries as on the existing cases. 

The important new development is the post-treatment by passing the 
extruded rod through a microwave oven and then cooling it so that it can proceed 
directly to the cigarette maker. There is some rather vague and general reference 
to microwave hearing in the PM 1213 CIP and to avoid any problems with this it 
would be desirable to file the foreign applications on the post-treatment in 
time to claim priority from the PM 1213 CIP filed on 3rd June 1985. The U.S. 
case on this subject matter is still in preparation and we hope that the 
specification will be available during April for use in the foreign applications. 


cc. Mr.R.Isackson 
Mr.E.Bailey 


Yours sincerely. 


P.A.SMITH 


Source: https://www.industrydocuments.ucsf.edu/docs/jqyj0000 
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